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Message Text 

UNCLASSIFIED 

PAGE 01 STUTTG 01090 281431Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /020W 

111667 281432Z/47 

R 280930Z JUN 77 
FM AMCONSUL STUTTGART 
TO SECSTATE WASHDC 3663 

UNCLAS STUTTGART 1090 

FOR COMMERCE/DIBA, ATTN: OFFICE OF EXPORT DEVELOPMENT - 
PROJECT OFFICER JIM NADER, ROOM 2922 

E. O. 11652: N/A 
TAGS: BTRA GW 

SUB J : FOREIGN BUYER PROGRAM - HF.TNZ- ALEXANDER WENNINGER OF 
KLINIKUM DER UNIVERSITY TUEBINGEN, GERMANY 

REF: USDOC 1 1460 

MR. WENNINGER WOULD APPRECIATE HAVING FOLLOWING SCHEDULE SET UP 
FOR HIM: 

TUESDAY, JULY 19, 1977 - 09:30 A.M. KINGS COUNTY HOSPITAL CENTER, 

451 CLARKSON AVENUE, BROOKLYN, N.Y. 11203 

INTERESTS: ADMINISTRATION, INCLUDING DATA PROCESSING CENTER; 
SUPPLIES, MAINTENANCE, AND SERVICE (PREPARATION OF FOOD, 

LAUNDRY FACILITIES, TRANSPORTATION OF SUPPLIES ETC.) 

WEDNESDAY, JULY 20, 1977 - 09: 30 A.M. MT. SINAI HOSPITAL, 

NEW YORK CITY, N.Y. 10029 

INTERESTS: IN PATIENT AND OPERATING ROOM FACILITIES; LABORATORY 
(HYGENIC MEASUREMENTS, EQUIPMENT OF PERSONNEL, PERSONNEL 
STRUCTURE) 

ACTION REQUESTED: PLEASE ARRANGE APPOINTMENTS AS DESIRED. IN- 
FORM CONGEN STUTTGART OF PROPOSED SCHEDULE FOR CONFIRMATION 
WITH MR. WENNINGER. 

JENKINS 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 28-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STUTTG01090 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770230-0735 
Format: TEL 
From: STUTTGART 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977061 2/aaaaakjv.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 253ada75-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 15-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2015463 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN BUYER PROGRAM - HEINZ-ALEXANDER WENNINGER OF KLINIKUM DER UNIVERSITY TUEBINGEN, GERMANY 
TAGS: BTRA, GE 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/253ada75-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



